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CANADIAN MADE: 
DENTAL EQUIPMENT 


Secure Our Estimate on 

Equipping Your Dental 

Clinic. Write for Cata- 

logue. Quality, Service, 
and Satisfaction Guar- 
anteed. 


The Clark Dental Mfg. Co. 


Limited 
1229 Queen St. W. - TORONTO 








Do You Need a Laundry Plant? 


( 











BEAVER NO. 3 UNIT 


Put the matter up to us. Tell us how much linen you launder per week and how much it costs you, and we 
will tell you whether it would be wise to install a Unit. If we cannot save you money, we will frankly say 
so—we aim only to sell where a plant is really needed, and we will not risk having a dissatisfied customer on 
our list. ; 


If you are attending the Canadian National Exhibition give us a call or write for prices and particulars 


The Beaver Laundry Machinery Go., Limited 


393 Sorauren Ave. MANUFACTURERS Toronto, Ont. 
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3 reasons for prescribing 
Kellogg’s ALL-BRAN 





First, Kellogg’s ALL-BRAN relieves constipa- 
tion. Doctors and nurses who have tried it, 
again and again, ace satisfied that it does 
everything claimed for it. It relieves constipa- 
tion, mild and chronic. And if eaten regularly, 
it will bring permanent relief. 


Secondly, Kellogg’s ALL- BRAN brings known 
results. When you prescribe it, you are sure 
that the anticipated results will be achieved. 
That is because Kellogg’s is ALL - BRAN —100% 
bran, and brings 100% relief. There is none 
of the uncertainty caused by brans of unknown 
fibre content. . 


Thirdly, Kellogg’s ALL - BRAN is a prescription 
that patients delight in taking. The Kellogg 
process of cooking and krumbling gives it a 
delicious flavor—another distinction between 
Kellogg’s and ordinary bran. 


Kellogg’s ALL-BRAN is sold by all 
grocers. 
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6 
What B. P. is to drugs, 
ALL-BRAN is to bran foods 











ALLBRAN 


COOKED“KRUMBLED 
READY TO EAT 
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the original ALL-BRAN—ready-to-eat 
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Hospital Kitchen Equipment 


Heavy Duty 
Electric Range 


Top of heavy cast iron 
polished plates, heating ele- 
ments underneath slide into 
contact blocks at back. 
Oven of large capacity, with 
pull-out type elements — 
oven very easy to clean. 
Range also built with plate 
warmer base instead of 
oven; this combination 
found satisfactory in con- 
junction with sectional bake 


ise 

Truck fitted with six 
eight-quart aluminum con- 
tainers well insulated with 
mineral wool packing. Top 
cover also packed. Base 
of truck has bottom and 
centre shelves. All trim- 
mings nickel plated. Truck 
fitted with Colson wheels. 


oven. 


EXPERIENCE 


We design and manufacture all varieties of Hospital 
Kitchen Equipment. Installation plans with expert observa- 
tions and drawings are submitted to Architects and buyers 
without obligation. This is a small part of the complete 
service we are in a position to give when awarded contracts 
for complete installations. Our vast experience, covering 
some of the largest installations from coast to coast, enables 
us to give to each piece of equipment the benefit of a per- 
sonnel conversant with every phase of hospital plans and 
specifications. 


_Our Hotel and Hospital Equipment Department is at your 
disposal at any time in rendering special expert service, and 
awaits the opportunity of communicating with you. 


Enquiries, large or small, receive the same courteous and 
satisfactory attention. 


we M°Clarys 
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Partial List of Institutions 


Cafeteria of New Western 


University. 
T. Eaton Co., Toronto, 
Prince Edward Hotel, 


Windsor, 


National Club, Toronto, 
Trinity College, 

Port Hope, 
Metnorial Hospital, 

St. Thomas, 
Mental Hospital, 


Essondale, 


St. Mary’s Hospital, 
Kitchener, 
C P.R. Hotel, 


Vancouver, 


King Edward Hotel, 


Toronto, 


Ont. 


Ont. 
Ont. 


Ont. 
Ont. 
B.C. 
Ont. 
B.C. 
Ont. 


Westminster Hospital, 
London, Ont 
Salvation Army Hospital, 
Halifax, N.S. 
St. Joseph Hospital, 
London, Ont. 
Wong’s Cafe, London, Ont. 
De Luxe Cafe, London, Ont. 
Arcade Limited, 
Hamilton, Ont. 
Smallman & Ingram 
London, Ont. 
Holeproof Hosiery, 
London, Ont. 
Penman’s Ltd., London and 
Paris, Ont., and Coati- 
cook, Que. 


Kitchen Equipment Department 
LONDON, ONTARIO 























Finished in baked white enamel. Size of table 


GRIMSBY 





for prices on this or any other furniture that you may require. 


| 
THE METAL CRAFT COMPANY, LIMITED | 


around. 


extended, 20 inches wide, 72 inches long. Write | 
Catalogue sent on request. | 


ONTARIO 


The McGregor-Mowbray Operating Table 


This Table is very 
structed, much 
ordinary collapsible table. 
is of tubular construction in place of 
flat iron, and is oxy-welded at each 
joint, thus insuring a strong job. 


The Table is grooved for drainage, 
with a semi-circular cut-out for vagi- 
nal and rectal examinations, and shelf 
below for drain pan. 


This Table can..be used flat, as an 
examining table. 
raised and the foot section lowered, 
gives you an examining chair. It is 
equipped with stirrups, leg holders or 
knee crutches and head rest. 
on four-ineh 
which makes 


more so than the 


rubber-tired castors, 
it very easy to move 


substantially con- 


The frame 


With head section 


Mounted 























Please refer to THE CANADIAN HOSPITAL when writing 











August, 1925 THE CANADIAN HOSPITAL 


un 














MODERN HOSPITAL 


LAUNDRY EQUIPMENT 











Here is an extractor which we particularly recom- 
mend for use in hospital laundries. It is very 
efficient, is economical to operate and has safety 
devices for the protection of inexperienced help. 
The safety cover is a modern improvement that 
should be on every extractor. If instrumental 
in preventing one accident it may save its cost a 
hundred fold. 


101 Queen Street East 





Solid Curb Extractor With Safety Cover 


When you buy Meyer Bros. laundry equipment 
you patronize a purely Canadian Company backed 
by more than thirty-five years of practical experi- 
ence. Our engineers will welcome the opportunity 
of assisting and advising you on any problem in 
connection with the installation or maintenance 
of your laundry without any obligation on your 
part. 


Correspondence Invited 


MEYER BROS. 


LAUNDRY MACHINES 


- Toronto, Ont. 


We handle a complete line of Supplies for the Laundry 

















Please refer to THE CANADIAN HOSPITAL when writing 


THE CANADIAN HOSPITAL August, 1925 

















The Type A-25 “MORSE” WAVE GENERATOR 


RENDERS A DEFINITE SERVICE 
TO THE 


MODERN HOSPITAL 


Readily movable from room to room, the ‘‘Morse’’ 
Wave Generator provides exercise to the patient unable 
to leave the bed. 


Prevents or relieves constipation, prevents adhesions, 
restores tone to inert muscle tissue, softens and breaks 
up fibrosis, relieves pain. 


We welcome your investigation. 


Write Us for Information 








GENERAL X-RAY COMPANY 
PARK SQUARE BLDG. BOSTON, MASS. 


























“STANDARD” Equipment-- 
For the Cooking and Serving of Foods 


We assist architects in planning every detail of installations for kitchens and 
serving rooms. 


Ranges Steam Cookers Dishwashers 
Broilers Steam Tables Potato Peelers 
Canopies Coffee Urns Bread Slicers 
Trucks Dish Warmers Water Coolers 
Sinks Pastry Ovens Utensils and Tools 


Complete equipment supplied and installed ready for instant use. We 
will confer with architects and owners and submit drawings showing equipment 
with all connection requirements for use of engineers. 

For more than thirty years we have maintained a standard of construction. 
Quality has not been sacrificed for price. 

“Standard” equipment is the best in design, quality and weight of material 
to be found anywhere. ; 


The many installations we have made in hospitals 
is proof of the fact that our goods are the best. 











Send for Catalogue and Price List 


GEO. SPARROW & CO. 














119 Church Street Phone Main 1305 Toronto, Ontario | 
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A typical installation of Hotpoint Heavy Duty Equipment installed at the 
Saskatchewan Sanatorium. Two R 15 Hotpoint Ranges and one B 202 
Baking and Roasting Oven. -Capacity of ranges approximately 3,000 meals 
per day. The oven will do any type of baking with the exception of bread. 


We will gladly furnish full particulars upon request. 


ADDRESS, Hotpoint Division, Canadian General 
Electric Company, Limited, Toronto. 
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Castle Sterilizers 


are standardized in many com- 
binations to meet any need. 


The services of the CastTLE 
consulting engineers are at your 
disposal for the study and proper 
planning of your installation. 


The assemblies shown on 
this page are indicative of what 
can be done in arranging CASTLE 
sterilizers. _We would like to 
send you complete information. 


CASTLE 


1202 University.Avenue, Rochester, N. Y. 


Send for new specifications 
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Alberta Hospital Association. 
President, Dr. H. R. Smith, Edmonton. 
Secretary, S. V. Davis, Edmonton. 
British Columbia Hospital Association. 
President, Charles Graham, Cumberland. 
Secretary, Miss Ethel Johns, University of British 
Columbia, Vancouver, 
Canadian Nurses’ Association. 
President, Jean E. Browne, 
Toronto, Ont. 
Executive Secretary, Jean S. Wilson, 609 Boyd Bldg., 
Winnipeg Man. 
Manitoba Hospital Association. 
President, H. N. MacNeili, Dauphin. 
Secretary, Dr. D. McIntyre, Winnipeg Municipal Hos- 
pital, Winnipeg. 
Ontario Hospital Association. 
President, Colonel Gartshore, London. 
Secretary, Dr. F. W. Routley, Ontario Division, Cana- 
dian Red Cross, Toronto. 
Saskatchewan Hospital Association. 
President, G. E, Patterson, Regina. 
Secretary, T. T. Murray, Saskatoon. 


410 Sherbourne St., 
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Turn Complaints Into Boosts 


The efficient handling of complaints against vari- 
ous hospital services is, as every superintendent 
well knows, a matter that requires plenty of tact 
and sympathetic understanding. 

A successful superintendent has several sugges 
tions which may help to smooth the way. They are 
as follows: Welcome every complaint—many of 
the causes can be remedied; Sympathize with the 
complainant—he probably thinks he is right; Make 
sure that every wrong is righted as far as possible; 
Avoid promises that cannot be kept—these only 
aggravate the situation; Avoid arguments—learn 
the facts and then state them; Be cheerful—a happy 
disposition paves the way to understanding; Give 
the complainant the benefit of any doubt. 
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To these one may add the comment that every 
person with a “kick” can accomplish considerable 
harm to an institution however undeserved the com- 
plaint may be. It is therefore good business to go 
more than half way in an effort to satisfy the com- 
plainant that you have done everything possible in 
his behalf. 


Ue 


Tell Us How You Do It 


Why is the Canadian hospital superintendent not 
a frequent contributor to hospital journals? 

There are very few superintendents and other 
hospital executives who are not accomplishing 
things in a way different from the others. They may 
have some unusually efficient system of keeping 
their buying records; of bookkeeping; of office 
arrangement; of employing help; of eliminating 
waste; of collecting bills — these and dozens of 
other matters that require solution and have been 
worked out in various ways. ° 

They have been carrying out these details so long 
that they perhaps see nothing extraordinary in them, 
despite the fact that they may be quite unusual and. 
of great help to other hospital workers. 

Why not tell the editor? We shall be only too 
glad to publish any material of interest to our read- 
ers. Get the writing habit. It aids in perfecting 
writing ability, and is one of the most effective 
methods of keeping your institution in the lime- 
light. 


ay 


= at 


Take the Patient Into Your Confidence 


In view of the fact that so many prospective 
patients are unfamiliar with the rates prevailing in 
hospitals, it has been found that a card which gives 
this information in detail not only makes misun- 
derstanding less frequent but greatly improves col- 
lections. 

The card may be about 3 in. x 5 in. On one side 
can be filled in the patient’s telephone number, 
nature of illness of patient, accommodation desired 
and name of patient’s physician. In this way it 
serves as an introduction of the patient to the 
hospital. 

On the reverse side can be given the address, tele- 
phone number of the hospital, methods of reaching 
it, rates and suggestions for clothing and supplies 
the patient will need. 

With this information at the disposal of the 
patient, a big percentage of the reasons for possible 
dissatisfaction has been removed, and the patient 
leaves the hospital feeling that every effort has been 
made to acquaint him of the requirements of the 
hospital in a frank, businesslike manner. 


‘‘Health is the indispensable foundation for the 
satisfactions of life. Everything of domestic joy or 
occupational success has to be built on bodily whole- 


someness and vitality.’’ 
—Charles W. Eliot. 
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President of Hospital Association 
Addresses Medical Men 


That every hospital desiring to come under the 
College of Surgeons minimum requirements for 
standardization should keep the most accurate and 
complete record of every patient up to time of dis- 
charge, or in case of death, a record of the autopsy, 
was one of the points stressed by the Rev. C. B. 
Moulinier, S.J.D.L., President of the Catholic Hos- 
pital Association of the United States and Canada, 
who addressed the medical fraternity of Kitchener, 
Ont., and district on July 6th at a banquet at St. 
Mary’s Hospital. Rev. Moulimer, who is one of 
the foremost authorities on hospital management 
on the continent, proved to be one of the most’ in- 
terestng lecturers it has ever been the fortune of 
the local medical men to hear. 

Dr. Huehnergard, president of the local Medical 
Society, introduced the speaker, stating that for the 
past eight years Father Moulinier has been special- 
izing on the standardization of hospitals and is to- 
day president of an organization that controls ap- 
proximately half the beds of the hospitals of the 
American continent. 

Father Moulinier complimented St. Mary’s Hos- 
pital highly for their splendid building, and declared 
it was the last word in up-to-date hospitals as far 
as the physical possibilities went, but stated that 
they were now at the first rung of the ladder. Now 
that the plant was an ideal one, it remained to build 
up the spirit of the organization, at the same time 
including the Kitchener-Waterloo Hospital, which 
task was up to the medical men of this community. 


The first requirement for a standardized hospital 
is organization. The medical men must organize in 
order that their combined knowledge should be at 
the disposal of all the patients of an institution. All 
doctors should work together to give every patient 
the utmost in true service in order that the prime 
reason for the existence of a hospital—which is the 
relief of suffering—should be fulfilled in the highest 
and truest sense. Committees should be appointed 
from among the doctors to consider and investigate 
every circumstance that is common to a hospital 
such as a sanitation committee, a laboratory com- 
mittee, a record committee, etc., these committees 
to be a pool of knowledge so that everything learn- 
ed may be the common property of all the doctors. 

Most emphatically every case brought in to a 
hospital should have an exhaustive and complete 
record kept of it from the beginning to the very 
end. By the very end is meant an autopsy. In the 
event of a patient dying, one of the most essential 
things necessary for the gathering of knowledge 
in which to help future like cases, is the careful ex- 
amination that should disclose their exact condition 
and why the patient ded, in order that next time 
a patient is brought in suffering in the same way, 
the attending physician will be able to treat it just 
that much more intelligently. 

Every month the Records Committee should go 
over these records, discuss them, and present their 
findings to the physician on the case as well as the 
rest of the medical men. This practice would soon 
eliminate the careless or incompetent doctor and 
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work wonders in improving the conditions of those 
who are forced to take treatment for the many ills 
to which the human flesh is heir. 

A real up-to-date, standardized hospital is essen- 
tially a diagnostic hospital. Once it is determined 
for certain what is wrong with a patient, treatment 
is a much more simplex problem. 

Father Moulinier flayed the practice of splitting 
fees among doctors unmercifully. He declared it 
against all ethical and professional standards of the 
medical profession. It had no excuse for existence. 
He stated that every member of a staff of a stand- 
ardized hospital which includes every doctor bring- 
ing patients to that hospital be required to sign an 
affidavit that he would not receive or give split fees. 

He recommended the obtaining the services of a 
pathological expert in this community. At present 
the nearest service of this kind is Toronto, and often 
there is more or less delay in getting reports from 
there. 

In closing, Father Moulinier stated that the whole 
fabric of civilization is based on the protection of 
the human life, both from the lawless and the 
ignorant and from before birth until death. Doc- 
tors, by increasing their knowledge of proper treat- 
ment of the sick, and adding to human life are pro- 
moting the building up of civilization as is no other 
profession outside of the clergy. 

Following the address, the meeting was thrown 

open for discussion, several of the local medical 
men asking questions which threw light on phases 
of their work that had been presenting difficulties 
to them. 
_ The meeting was adjourned with the passing of 
a vote of thanks to Father Moulinier for his address 
and to the Catholic Women’s League and the staff 
of St. Mary’s Hospital for the splendid repast given 
and hospitality shown. 


Antigonish Hospital to Commence Drive 
For Funds On August 16 


Great strides are being made at Antigonish, N.S., 
towards the erection of the new St. Martha’s Hos- 
pital. The campaign for raising funds has already 
begun, the preliminary work being now completed. 
Manv centres have their organizations in readiness 
for the actual canvass which commences on Sunday, 
August 16th. During the two weeks in which this 
intensive drive will take place, the people will be 
asked to contribute generously, and _ indications 
seem to point to every success. 

While it is highly desirable, because the construc- 
tion of the new building is actually going on, that 
as much money as possible be paid ‘n during the 
two weeks of canvass, yet it has been thought well 
to distribute the payments over a period of fifteen 
months. The first payment can be made when the 
drive is on in August; the second November 15, 
1925; the third, June 15, 1926; and the fourth No- 
vember 15, 1926. 

The new hospital will be under the care of the 
Sisters of St. Martha, “Angels of Mercy,” whose 
undying zeal and care of the sick are well known 
throughout the East. 





| 
| 
| 








August, 1925 


The Social Service Nurse is an 
Ambassador of Health 


By Sister M. Ignatius, R.N. Superintendent, 
St. Foseph’s Hospital, Glace Bay, Nova Scotia. 


Early in the past year, St. Joseph’s Hospital, 
Glace Bay, established a social service department 
which has been sufficienly long in operation not 
only to justify its existence, but to prove its neces- 
sity. The social service nurse, accompanied by one 
or more pupil nurses, visits the sick and convalescent 
patients in the morning and spends the aftérnoon in 
child welfare work. Baby and health clinics are 
held in different centres at regular intervals, under 
the supervision of the local doctors, and those sus- 
pected of disease are sent to the hospital to have the 
diagnosis verified. In addition, the social nurse 
completes the hospital records by adding the last 
and probably the most important chapter—the 
story of convalescence. She also sees that the 
records of patients treated at home are filed with 
those of the out-patient department. 

Taking advantage of the annual extension work 
of St. Francis Xavier’s College at Glace Bay, a 
short course in nursing was put on in conjunction 
with the People’s School during the past winter 
months. The class was under the direction of the 
social service nurse, assisted: by a number of student 
nurses with teaching experience, and was attended 
by over 150 enthusiastic women. The result was 
most satisfactory. 


(Continued on page 12) 
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Hospital Refrigerators 





No finer recom- 
mendation for Arctic | 
refrigerators could be | 
had than the long list; 
of famous Canadian 
institutions which are | 
equipped with them. | 

We specialize in | 
hospital refrigerator | 
and mortuary equip- 
ment. AH our re- ! 
frigerators are built | 
for either ice or 
mechanical refrigera- 

! 
| 





tion. 


Recent Installations Include: 


Ottawa Civic Hospital. 
Notre Dame Hospital, Montreal. 
Kingston General Hospital. 


Correspondence Invited 


John Hillock Co., Limited 


154 George St. 
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The Palm Fits 














The soft elasticity of STERLING Surgeons’ Gloves 
and carefully designed equipment insures a snug 
fit at the palm. 

No constriction at the palm means free blood cir- 
culation, an acute sense of touch and free action 
of the muscles, eliminating fatigue. 

In STERLING Gloves the hands are as free as 
though unprotected. Eminent surgeons every- 
where appreciate this feature. 

The STERLING trade mark on rubber goods 
guarantees all that the name implies. 


Write for illustrated circular containing 
helpful data. 





Sterling Rubber Company, Limited 
GUELPH - CANADA 
Largest Specialists in SEAMLESS Rubber Gloves in the 
British Empire. 























Franco-American 


Antidolorin 


(Ethyl Chloride of Guaranteed Purity) 


Free from Acids, Aldehydes, Sulphur, Cpds., 
Ether, Alcohol, moisture and free chlorine. 

Containers—60 and 100 gm. glass tubes, with 
automatic closure caps. 


ETHER—“ Pro Narcosi” 


A Sulphuric Ether, manufactured with the 
greatest of care under expert supervision, being 
stronger and purer than the U.S.P. 9th Edition 
requires. Entirely free from impurities. 


CHLOROFORM, U.S.P. 


A doubly rectified product free from free 
chlorine, chlorinated decomposition products, and 
other impurities. 

Owing to the increased sale of FRANCO- 
AMERICAN products, we have been appointed 
special selling agents for CANADA. If your dealer 
cannot supply you write or phone us, and we will 
gladly furnish you with literature, samples and 
prices. y 

Specify Franco-American? Because they are the Purest. 


Ethical Drug Products Limited 


547 Parliament Street Toronto 
Manufacturers of fine Pharmaceuticals 
SPECIAL SELLING AGENTS FOR CANADA 
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POINTERS 
pertaining to 
SIZING with 
SATIN FINISH 


1 Satin Finish is a Sizing similar to that used in 

e the manufacture of fabrics. When used as the 
stiffening agent, replacing starch, the new appear- 
ance is restored and a heavy yet flexible body is 
imparted to the material. Satin Finish penetrates 
into the weave and fibres, leaving no surface indi- 
cation of its presence. 


2 Satin Finish eliminates these operations: The 

e cooking of starch, hand starching, extraction after 
starching, drying and dampening. These elimina- 
tions simplify the work, reducing labor cost and 
time, thereby bettering the laundry service to the 
hospital in general. 


3 Satin Finish eliminates the following equipment: 

e A starch cooker and starch extractor or dry room. 
A washing machine, common extractor and a press 
is all that is necessary to launder the Satin Finish 
Way. 


4 Satin Finish increases production from the wash- 

e room to the finishing department. In the wash- 
room, Satin Finish is sprinkled over the wheel into 
the last rinse or blue water—no cooking or pre- 
paring. 
From the wheel the material is extracted ready 
for the presses. Used raw, Satin Finish does not 
have the stickiness of cooked starch, does not 
retain moisture as long, consequently dries faster 
when being ironed, thereby increasing production 
fully fifty per cent. 


5 Satin Finish prolongs the wear of fabrics. Every 

e thread: is so completely filled with Satin Finish 
that greater strength is imparted. Soil and stain 
cannot become imbedded in the fibres, but come 
out with the sizing’ in the washing. 


Generous Free Sample will be sent 
on request 


The Keever Starch Company 


Hospital Department 


COLUMBUS 
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A Profitable Investment. 

The monetary outlay incidental to this depart- 
ment has up to the present been exclusively borne 
by the hospital, nor is any remuneration whatso- 
ever expected from the patients treated. Even 
should it take considerable time to convince the 
public that this service is worthy of special recog- 
nition, the money expended will prove a profitable 


investment. The benefits accruing from child wel- 


fare alone will be in evidence with the rising gener- 
ation and are beyond computation. Congestion in 
the hospital wards will be relieved by the curtailing 
or possible elimination of chronic cases and the 
shortening of hospital days for the ordinary patient, 
as the treatment of the former and the conva- 
lescence of the latter can be carried on successfully 
in the home under the supervision of the social 
nurse. Above all, this phase of service will imoress 
on the public that their hospital is as integral and 
necessary a part of the home as the family kitchen 
or dining room; and we need not doubt that this 
sense of pride once attained, will be rich in economic 
and sympathetic support. 

One can readily understand that great care must 
be exercised in choosing a social service nurse. She 
is the ambassador of health and she should possess 
all the qualifications her name implies. Not only 
must she be specially trained for the work, but this 
training must be combined with the tact, sympathy, 
cheerfulness, courage and loyalty of a true ambas- 
sador. She should ever remember that while her 
good qualities may be her own, the institution she 
represents will be held responsible for her short- 
comings. 


Vast Field Ahead. 


We may say that though our social service de- 
partment has passed the experimental stage, it still 
has a long and perhaps arduous road to travel be- 
fore it reaches perfection. We have gone but a 
short distance into the field of social work, though 
far enough to give us a peep into its vast extent 
and the unexplored regions we have yet to. reach. 
However, as we gain experience with this work, 
new and unexpected avenues open up. As the hos- 
pital is the logical health centre-of the community 
which it serves, to prevent overlapping and pro 
mote efficiency, we urge that public health and 
school nurses’ work in conjunction with the social 
service department, and whenever possible, hold 
their clinics in the hospital. 

A final word. Even if you are obliged to stint 
some department of your hospitals, give social 
service nursing a fair trial and rest assured that in 
a short time you will find that good work, good 
will, and perhaps good money, will have amply 
repaid your efforts. 


To Move Tuberculosis Clinic 


Brantford: The Brantford General Hospital 
Board has decided to move the tuberculosis clinic 
from the City Hall to the hospital, and to look into 
the matter of a dental clinic. On motion of A. K. 
Bunnell and Dr. Secord, F. D. Reville, chairman of 
the house committee, was named president in suc- 
cession to the late C. H. Waterous. 
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_ Reorganize Interne Staff at Victoria 


Hospital, London 

Reorganization of the interne staff at Victoria 
Hospital, London, Ont., which was authorized by 
the Hospital Trust some time ago, has been carried 
out. From July 1, the number of house surgeons 
has been reduced to ten; there are no undergradu- 
ate internes; and the resident staff will have no 
chief, other than Dr. G. G. Clegg, the hospital super- 
intendent. 

These changes have been made with a view to 
improving the service to, patients, and training 
provided to young medical men desirous of obtain- 
ing valuable experience. Several of the house sur- 
geons whose appointments have expired have left 
the hospital for other fields. Their places have 
been taken by the new appointees. 

Those taking duties in the new personnel are: 
Dr. H. M. Simpson, assistant to Dr. G. G. Clegg; 
Dr. T. Roy McLeod, resident pathologist; Dr. C. S. 
Sanborn, Dr. K. Sanborn, Dr. H. Graham and Dr. 
A. Williams, senior internes; Dr. J. Jose, B.A., Dr. 
J. S. Balfour, Dr. T. I. Barnby, Dr. A. Read, Dr. 
G. Vine and Dr. H. H. Gilbert, junior internes, on 
a rotating service. All of the house surgeons com- 
prising the new staff are Canadians and graduates 
of the University of Western Ontario with the ex- 
ception of Drs. Graham, Vine and Williams, who 
are products of the University of Toronto. 

A feature of the new arrangements at Victoria 
Hospital is the fact that a woman interne, Dr. Kath- 
leen Sanborn, formerly Miss Kathleen Braithwaite, 
will be on the staff, the first in the history of the 
institution. Her husband, Dr. Clare Sanborn, is 
also appointed. 

An added feature will be the inauguration of a 
house surgeon on duty at all hours, on the admit- 
ting department of the hospital, this being a service 
assigned to Dr. Graham. His duty will include 
direct supervision of the out-patient department 
and its various daily clinics. 

While the changes inaugurated are regarded as 
an improvement, their choice by the trust implies 
no stigma of inefficiency on the previous staff. Both 
the Hospital Trust members and Dr. G. G. Clegg 
are unanimous in giving merited praise to the house 
surgeons of 1924-25, under Dr. A. R. Post, chief 
resident physician, who is now engaged in private 
practice at St. Thomas, to whom they recently ten- 
dered a valedictory bouquet. 


Renew Terms. 


Some of last year’s internes are renewing their 
terms at Victoria Hospital, while others have re- 
ceived important appointments which indicate their 
sterling worth. The departing internes are: Dr. 
A. R. Post, Dr. F. G. Thompson, who takes up pri- 
vate practice in Clinton; Dr. W. W. Martin, and Dr. 
C. A. Lockwood, who will practice in Goderich and 
Newbury, respectively. Dr. H. Magee, who is prac- 
tising in Oregon, Dr. R. G. Wride, and Dr. J. Fergu- 
son, who have been appointed to the faculty of the 
University of Western Ontario Medical School; 
Dr. Harry Cave, who has been appointed to the 
staff of the Manitoba Provincial Hospital at Sel- 
kirk, and Dr. ‘C. Maguire, who is taking over similar 
duties at Homewood Sanatorium at Guelph. 
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cAttaching 
the blades 


—is as easy and safe as in any safety 
razor. Bard-Parker blades slide on to 
the handle and snap into position with- 
out the aid of any springs or catches. 

When in position the blade forms a 
mechanical lock with the handle. No 
amount of pressure in any direction will 
dislodge the blades when in operation. 

Half the expense of resharpening old 
fashioned knives is saved by using a new 
Bard-Parker blade whenever a keen edge 
is wanted. 

Blades packed in half-dozen lots of a 
size, $1.50 per doz. Handles Nos. 3 and 
4, $1.00 each. No. 5 (new), $1.50. 


Write for particulars. 





BARD-PARKER COMPANY. Inc. 


150 Lafayette Street. New York. NY. 
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Polusterine Products Company 


168-170 Ontario Street ° - 





Canada’s Premier 
Disinfectant 


Conforms to strictest standards of uniformity 
and purity. Contains no free alkali or im- 
purities. Supplied to hospitals in 1 and 
5-gallon tins and 45-gallon steel drums. 
Samples and prices on request. 


Also in Solid Form for Doctors and Nurses. 
Manufactured only by 


of Canada, Limited 


TORONTO 




















Chairs For Hospitals | 


Comfortable 


J. & J. KOHN & MUNDUS, Inc. 





Combining Quality with Economy 


Sanitary Artistic 


Strong 





No. 48/6 


Skilfully constructed of the finest 
selected woods and polished. Ex- 
ceptionally light. Furnished to Hos- 
pitals the world over. Various styles. 


Write for Prices 


215-219 Victoria Street 
Toronto Canada 
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Make Headway in Relief of Hospital 
Shortage 


An outstanding occurrence during 1924 was the 
augmentation of hospital accommodation through 
increased buildings, enlargements, opening of new 
hospitals, etc., in Montreal and vicinity. The in 
creased number of beds consequent upon this will 
be a boon to the general hospitals, which are at 
some times of the year unable to take all the 


patients that apply for admission. 


Following is the statistical report of Dr. S. 
3oucher, Director of Public Health, giving the 
number of beds in various institutions: 

Notre Dame Hospital: New hospital, 260 beds, 
an increase of 103 over the old building. 

New St. Mary’s Hospital, Dorchester West, 44 
beds; Children’s Memorial, now has 130 beds, an 
increase of 30, due to the building of an extra 
storey. 

New Shriners’ Hospital, 50 beds. 

New Incurables Hospital of the Sacred Heart, 
Cartierville, conducted by the Sisters of Charity of 
Providence, will have 800 beds, of which 400 are for 
tuberculosis and 400 for incurables. The city has 
reserved 200 beds in this institution for poor tuber- 
culosis cases. 

Camelin Hospice, 256 beds; Notre Dame de 
Liesse, St. Laurent, now 744 beds, an increase of 
334. This will evacuate the old hospital, which will 
give additional room for 400 children. Bruchesi 
Institute has now 20 beds. 

The city quarantine hospital for small-pox has 
not been used of recent years, and the hope is ex- 
pressed that its use will not be required. 

St. Paul Hospital had 45,075 days’ care of con- 
tagious patients, sent by city, while Alexandra 
Hospital counted 50,789. Each hospital receives an 
annual citv grant of $35,000 for 12,775 hospital days, 
and pays in addition to the foregoing $2.50 a day 
for additional patients. 


Dr. J. A. Lamont Goes to Grenfell Hospital 


London, Ont.: Dr. J. A. Lamont, of this city, 
has been chosen by Columbia University for two 
months’ medical service at the Grenfell Hospital at 
Spotted Island, off the coast of Labrador. 

Dr. Lamont graduated from the medical school, 
University of Western Ontario, in 1924, and since 
that time has been engaged in research work in bac- 
teriology under Dr. Bullard. It is the custom of 
Columbia University each year to supply medical 
service for this Grenfell Hospital, and Dr. Lamont 
has been appointed, instead of a Columbia man, for 
this season. 

Spotted Island is a three days’ boat journey from 
Newfoundland. 


Dr. A. S. Post Enters Partnership 
St. Thomas: Arthur S. Post, M.D., former St. 


Thomas young man, has entered partnership with 
Dr. D. K. Stenton, Ross street, St. Thomas. Dr. 
Post graduated from Western University in 1923, 
and fer two years was connected with the staff of 
Victoria Hospital, London, last year holding the 
position of chief house surgeon. 
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Adapted to every type 
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— ee Toronto Hospital for Sick Children 


These Shoes 
Work With You 


It’s wonderful what a difference shoes can 
make in the way you feel. Some shoes work 
against you all day long, nagging your nerves 
and restricting your feet. But Cantilevers 
conform to the feet and function with them. 


Cantilever Shoes are modeled along the 
natural lines of the foot, and, like the foot, 
they are flexible from toe to heel. Thousands 
of women find relief from puffy, burning feet 
in these comfortable shoes. They allow 
Nature's “cooling system” to operate efficient- 
ly by freeing the circulation, which permits 
the feet to be cool, comfortable, active. In 
Cantilevers your whole foot is free to func-+ 
tion with the. easy flexibility that Nature 
intends. 


antilever 
Shoe 


Cantilevers are made in a variety of styles that will 
please the most fastidious women. There are trim, 
comfortable oxfords for walking and general utility 
wear, fashionable pumps of white canvas, kid and 
buck, and all the new leathers in a variety of easy 
fitting models. 





MAIL ORDER SERVICE 
If it is not convenient for you to visit one of 
the stores listed below, write to the Toronto 
branch, Mail orders receive careful attention. 











Cantilever Shoe Shops 


TORONTO—7% Queen St. East 

HAMILTON—8 John St. North 
MONTREAL—Keefer Bldg., St. Catherine St. W. 
OTTAWA—Murphy-Gamble Limited 
WINNIPEG—Hudson’s Bay Company 
SASKATOON—Royal Shoe Store 
EDMONTON—Hudson’s Bay Company 
CALGAR Y—Hudson’s Bay Company 
VANCOUVER—Hudson’s Bay Company 
VICTORIA—Hudson’s Bay Company 





to Add Storey 


Plans for the extension of The Hospital for Sick 
Children, Toronto, by the addition of another floor 
to the new wing on Elizabeth Street, and the con- 
struction of the first unit of an entirely new hospi- 
tal for tubercular, heart and convalescent cases in 
York County, are being actively proceeded with by 
the Board of Trustees. 

Year by year the increasing pressure of a work 
that is expanding in scope and numbers every day 
makes it necessary for the Hospital in the first place 
to be enlarged. For a long time also the hospital 
has felt the very urgent need for a branch out in 
the county where, to use the words of the chairman 
of the Board of Trustees, H. H. Williams, “We can 
give our patients fresh country air and sunshine 
for most of them.” 

“This is not an ambitious scheme of expansion,” 
Mr. Williams explained, “but a decision reached out 
of consideration of our need and of the work that 
the hospital is doing. It so often happens in the 
building on College Street that we are up to the 
very limit of our accommodation that the addition 
to the new wing cannot be longer delayed. 

“With regard to the branch which is to be located 
outside of the city, we intend to plan for a building 
with an ultimate capacity of 300 beds. The first unit 
will take care of 100 patients—that is 50 boys and 
50 girls. It will be so designed that the additional 
units may be added from time to time as funds and 
conditions warrant.” 

“What class of patients have you in mind for the 
new branch?” Mr. Williams was asked. 

“We want it most for our tubercular cases. There 
are generally about 50 of these in the hospital, 
mostly with hip or spine infected, and the improve- 
ment they make when they get to Lakeside Home 
and have four months of air and sunshine is most 
marked, and it is depressingly significant to see 
how they lose this all when they are forced to re 
turn to the city in the fall. Our experience shows 
that fresh air, sunshine, good nursing and medical 
attention gradually eliminates the tubercular con- 
dition. Heart cases also respond to this same treat- 
ment.” 

Referring to the design of the new buildings, Mr. 
Williams said they would be made two-storey high, 
the lower or ground floor to be reserved entirely for 
patients, with:the upper floor used by the nurses, 
staff and school. The reason for this, he explained, 
was to overcome every possible danger of fire. The 
advantage of keeping the children on the ground 
floor will give them easy access to the grounds. 
Ramps will be built from the verandahs, having a 
very gradual slope, and even the patients who have 
to use wheel chairs or cots will be able to be taken 
down easily and get right into the open. 

The first cost is estimated to be about $300,000, 
which will include the cost of placing the additional 
storey on the Elizabeth Street wing, buy the land 
outside the city and provide for the first unit of the 
new branch. 


Do you need competent help? If so, advertise in 
the Classified columns of The Canadian Hospital. 
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Plain Catgut......... Boilable.....No. 1205 
10-Day Chromic.....Boilable.....No. 1225 
20-Day Chromic.....Boilable.....No. 1245 
40-Day Chromic.....Boilable.....No. 1285 


SIZES: 


BOILABLE AND NON-BOILABLE 


ALMERID CATGUT is an improved germicidal suture superseding iodized catgut. 
It is not only sterile, but, being impregnated with potassium-mercuric-iodide,— 
a double iodine compound,—it exerts a bactericidal action in the suture tract. 
Two kinds of Kalmerid catgut are prepared: the boilable and the non- 
boilable. The boilable grade is flexible; the non-boilable is extremely flexible. 





Plain Catgut...... Non-Boilable..No. 1405 
10-Day Chromic..Non-Boilable..No. 1425 
20-Day Chromic..Non-Boilable..No. 1445 
40-Day Chromic..Non-Boilable..No. 1485 





CLAUSTRO-THERMAL CATGUT 


LAUSTRO-THERMAL CATGUT is steril- 
ized in cumol, after the tubes are 
sealed, at 165° centigrade—329° 
Fahrenheit. This of course assures 
absolute sterility. 

Claustro-Thermal sutures are flexible 
and strong, of perfect absorbability, and in 
every way are compatible with the tissues. 

















They are aseptic,—not germicidal. 
The tubes may be boiled, or even may 
be autoclaved up to 30 pounds pressure. 


PU RR sacha csaivecievseasvrcsis No. 105 
10-Day Chromic Catgut........... No. 12 
20-Day Chromic Catgut........... No. 145 
40-Day Chromic Catgut........... No. 185 
PIERS 000.00. Oil. Binding 


Each tube contains approximately sixty inches 
In packages of twelve tubes of one kind and size 


KANGAROO TENDONS 


ALMERID KANGAROO TENDONS are 
of value where postoperative ten- 
sion is extreme or long continued 
apposition necessary, as in herni- 
otomy and in tendon and bone 

suturing. They are chromicized to resist 

absorption in fascia or in tendon for 
approximately thirty days. 
Two kinds are prepared: the boilable 


and the non-boilable. The latter are ex- 

















tremely pliable. 


Non-Boilable Grade................. No. 370 
Bate GOR iin sca ss eaves. No. 380 


In packages of twelve tubes of one kind and size 


Sranes 0... 2-4... 8. 561.36... 24 
Each tube contains one tendon 
Lengths vary from 12 to 20 inches 





PRICE: PER pozEN TUBES FOR ALL VARIETIES LISTED ABOVE...........cseeceeeeues $2.40 


A discount of 10 per cent is allowed on one gross or more, or $25.92 net per gross 


CARRIAGE PAID ANYWHERE IN THE WORLD 





v FOREIGN IMPORT DUTIES ARE EXTRA 


DAVIS & GECK INC, rv 2I1I TO 221 DUFFIELD STREET vr BROOKLYN,N.Y., U.S.A. 


Copyright August 1925 Davis & Geck Inc. 


























NON-ABSORBABLE SUTURES 


HEAT STERILIZED ~ BOILABLE 


NO, IN EACH TUBE UNIFIED SIZES 
350..Celluloid-Linen...... 60 Inches......... 000, 00,0 
360..Horsehair............6 28-In. Sutures......... fore) 


390..White Silkworm Gut..6 14-In. Sutures.....00,0, I 
400..Black Silkworm Gut..6 14-In. Sutures.....00,0, 1 
450..White Twisted Silk.....60 In...000,00,0, 1,2, 3 
460..Black Twisted® Silk.....60 In............ 000, 0, 2 
480..White Braided Silk.....60 In.......... 00,0,2,4 
490..Black Braided Silk.....60 In............. 00,1,4 
In packages of twelve tubes of one kind and size 
Per pee WES io vsvciisscicesvak $2.40 


Or $25.92 net per gross or more; carriage paid 


FOR MINOR SURGERY 


HEAT STERILIZED + BOILABLE 


NO, IN EACH TUBE UNIFIED SIZES 


802..Plain Kalmerid Catgut.....20 In......00,0, 1, 2,3 
812..10-Day Kalmerid Catgut..zo In...... 00,0, 1,2, 3 
822..20-Day Kalmerid Catgut..z0 In...... 00,0,1,2,3 
862..Horsehair ............ 2 28-In. Sutures........... oo 
872..WhiteSilkwormGut..z 14-In. Sutures............ ° 
882..White Twisted Silk........ Oe Ma 000, 0,2 
In packages of twelve tubes of one kind and size 
Per Ges RO oe «isc ica bcakoeciass $1.20 


Or $12.96 net per gross or more; carriage paid 


SUTURES WITH NEEDLES 


EACH SUTURE THREADED UPON A UNIVERSAL NEEDLE 
AS ILLUSTRATED, FOR GENERAL MINOR SURGERY 


NO. IN EACH TUBE UNIFIED SIZES 


904..Plain Kalmerid Catgut.....2z0 In...... 00,0, 1,2, 3 
g14..10-Day Kalmerid Catgut..z0 In...... 00,0,1,2,3 
924..20-Day Kalmerid Catgut..z0 In...... 00,0,1,2,3 
964..Horsehair ............ 2 28-In. Sutures........... 00 
974.-WhiteSilkwormGut..2 14-In. Sutures............ ° 
984..White Twisted Silk........ SOW. soc, cress 000, 0,2 


—.. 


a> 


In packages of twelve tubes of one kind and size 


Per Gee GOO os os cn dcScccvacacene $1.80 
Or $19.44 net per gross or more; carriage paid 





UNIVERSAL NEEDLE 
FOR SKIN, MUSCLE, 
OR TENDON 


CIRCUMCISION SUTURES 


HEAT STERILIZED + BOILABLE 
Each tube contains a 28-inch 
suture of Kalmerid plain cat- 
gut, size oo, threaded upon 
a small full-curved needle. 


In packages of twelve tubes 


No. 600. Per dozen tubes............ $2.40 
Or $25.92 net per gross or more; carriage paid 


DAVIS & GECK INC. v 


OBSTETRICAL SUTURES 


FOR IMMEDIATE REPAIR OF PERINEAL LACERATIONS 









Each tube contains a 28-inch suture of 
Kalmerid 40-day chromic catgut, size 3, 
threaded upon a large full-curved needle. 
Sterilized by heat after closure of the tubes. 
Boilable. 

One tube in a package 


NO, G90, POP Goin dc. csccesvencaies $ .25 


Or $32.40 net per gross or more; carriage paid 


UMBILICAL TAPE 


HEAT STERILIZED + BOILABLE 





L’, 








specially woven flat tape one-eighth inch wide 
impregnated with potassium-mercuric-iodide 
In packages of twelve tubes 
No. 892. Per dozen tubes............ $1.20 


Or $12.96 net per gross or more; carriage paid 


UNIFIED SIZES 


In conformity with the long 
oo recognized need for a unified 
system of sizes, the standard 
scale of catgut sizes now 
embraces all sutures, includ- 
ing silk, horsehair, silkworm 
gut, celluloid-linen, and kan- 
garoo tendons (only the lat- 
ter occurring in sizes larger 
than number four). 


THE STANDARD PACKAGE 
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EACH PACKAGE CONTAINS TWELVE 
TUBES OF ONE KIND AND SIZE 


211 TO 221 DUFFIELD STREET vr BROOKLYN,N.Y.,U.S.A. 


Printed in U.S A. + The Private Press of Davis & Geck Inc 











Special dynamometer in the D&G Laboratories which tests the tensile strength and elasticity of sutures 
and automatically plots a graphic chart of both data 


D&G Sutures Are Uniformly Strong 
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| Collecting Hospital Accounts 
| By C. W. Buchanan 


When the good housewife 
buys a chicken to roast, she 
makes sure of its youth. No 
old hens for her. She knows 
full well that “the older 
they get, the tougher they 
get.” 

Exactly the same _ logic 
holds good in hospital ac- 
When the patient has just been dis- 





counts. 
charged from the hospital, feeling much bet- 
ter, probably—or even considerably relieved 
to find that he is still alive—he evinces a heal- 


thy sense.of gratitude. He appreciates what 
has been done for him. He either pays his bill || 
in full, or regrets that he cannot do so; and | 
in the latter case, he really intends to pay it as 
soon as possible. 
But as he mingles with the outside world 
again, that feeling begins to wear off. Soon 
his hospital bill appears as any ordinary ac- 
count payable. Eventually, unless he is re- 
minded promptly and often, he may even grow | 
to think that an institution can easily “wait” ! 
for its money. Then each passing month 
makes his account just that much less amen- || 
able to collection. Unless vigorously handled, | 
it later on becomes a “dead one.” 
The Hospital Secretary should make sure | 
that every patient who leaves the hospital | 
without paying his bill is reminded of it every | 
month. Unless payment, or a satisfactory rea- | 
son, is forthcoming, every request for settle- | 
ment should be of an increasing intensity. | 
Make the patient feel that the payment of this 
account, instead of becoming less important 
as time wears on, becomes on the con- 
trary more urgent each month. 
If within six months he has not paid his | 
bill or made satisfactory arrangements—then | 
he doesn’t intend to pay at all if he can get | 
out of it. But the hospital needs the money 
and is entitled to it. Hand the account over | 
for collection to a responsible collection organ- | 
ization which has special facilities for bringing 
in the money. 
| “The older they get, the tougher they get.” 
‘| So act promptly! The time to secure payment || 
|| is before the patient’s tears of gratitude have 
time to dry. 
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Toronto Hospital Deficits Paid 


Toronto: The Hospital Commission has ordered 
payment of 1924 deficits totalling $85,000 in six 
city hospitals, the amounts, which are provided for 
in the estimates, being divided as follows: General, 
$10,548.50; Western, $17,391.00; St. Michael’s, $11,- 
441.00; Hospital For Sick Children, $24,327; Grace, 
$13,812.50; Women’s College, $1,810.50; St. John’s, 
$5,667.50. 
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-MARYFRANCES KERN 
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| Specialists in Hospital Drives 

















Mary FRANCES KERN 
Mrs, Kern has herself had fifteen 


years’ experience as a _ hospital 
superintendent. She knows hos- 
pitals’ problems from all angles. 
The methods of survey employed in 
her organization are directed to as- 
certain and properly correlate the 
real facts and conditions upon 
which the advisability of the cam- 
paign is determined and upon 
which the plan of campaign is 
predicated. 


The long experience and careful training of the 
members of this organization in hospital campaigning 
assures your campaign the services of people who 
know what your hospital needs are. Kern-Directed 
Hospital Campaigns are based on specialized know- 
ledge—not on guess-work or chance. 

Kern campaigns are limited in number. Mrs. Kern 
positively will not augment her staff with untrained, 
untried, inexperienced campaigners. Neither will she 
accept a campaign showing an adverse survey. This 
organization makes no bombastic promises, but offers 
the maximum chances for successes. 





THE STAMP OF APPROVAL 


A letter from Dr. Herbert A. Black, 
Treasurer of Parkview Hospital, 
Pueblo, Colorado, says: 

“T want to thank you for the 
splendid service we have had 
from your organization in the 
handling of our $200,000 buwild- 
ing fund campaign. 

“Your representative was thor- 
oughly capable, experienced in 
hospital fund campaign work 
and in every way satisfactory. 

“We are very well satisfied in- 
deed with the results obtained. 











Financial Campaigns 
1340 Congress Hotel 
Chicago, U.S.A. 
51 E. 42nd St. . 73 Adelaide St. Wes 
NEW YORK CITY TORONTO, CAN. 
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Maintenance of X-Ray Equipment 


A few timely hints which if followed, will save much trouble and 
expense especially during warm weather when extra care is required. 


By A. C. Burke 


During the summer months particularly, the ap- 
plication of the proverbial “ounce of prevention” to 
X-Ray Transformers and High Tension Overhead 
Systems is readily shown to be worth several 
pounds of “cure.” 

The entire High Tension System, including the 
transformer, secondary insulators, rectifying spider 
and disc, partition insulators, switches, Coolidge 
transformer, overhead brackets, meter brackets, 
etc., shows a distinct affinity for dust and moisture 
that is accentuated by a combination of high tem- 
perature and excessive humidity. 

When a deposit of moist dust is allowed to re- 
main on such parts it is subjected to the electrolytic 
action of the high tension current and in a very short 
time the value of the insulation is impaired with 
resultant leakage of the current via the easiest path 
to ground or even to the opposite side of the line. 

At this point it is well to define the outstanding 
characteristics of high tension electricity and the 
insulation that serves to hold it in check. 

Keep Flow Steady 

Electricity possesses the almost human: trait of 
invariably seeking the path of least resistance in 
its effort to create and maintain a flow of current, 
the direction of flow being from any source of vol- 
tage through the easiest conducting medium to the 
opposite side of the line or to ground where a lower 
voltage necessarily exists. 

Thus when we speak of an ordinary lighting 
line as being “110 volts” we mean that the 110 is the 
difference in potential between the active side of 
the line and the return side which is usually 
grounded and therefore possesses a zero voltage 
value. 

In order to create a flow of electricity it is neces- 
sary to place some conducting medium across the 
active and inactive sides of the line and it follows 
that the flow of current will depend on the resist- 
ance of the conductor. Consequently when we wish 
to direct this flow of current to some specific point 
or use it is necessary to provide against the possi- 
bility of a current flow or leakage where it is not 
wanted, and for this purpose use is made of various 
materials which are known as non-conductors or 
insulators and offer a very high resistance to the 
passage of an electric current. 

Thus it will be seen that the insulation is simply 
resistance and in X-Ray Machines where voltages 
are frequently as high as 150,000 to 280,000 volts 
it follows that only the very best materials can be 
used with safety. 

In the better grade machines two excellent insul 
ators known as “Bakelite” and “Micanite” are used 
and their insulating value is such that with reason- 
able attention to cleanliness of the surface of the 
insulators trouble due to leakage is almost un- 
known. 

Now let us consider what takes place when the 
cleaning process is neglected. 


Leakage of current in its path through particles 
of dust and moisture will generate so much heat that 
the surface of the insulator is actually carbonized 
and as carbon is a comparatively good conductor 
the result is a more or less severe, “short circuit” 
of the transformer secondary. This imposes a 
heavy overload which is sometimes sufficient to 
cause a burn-out of the very fine wire with which 
the secondary is wound and entails considerable 
expense with the consequent delay while repairs are 
made. 

Prevention of this trouble is, fortunately, very 
simply effected by the keeping of the entire high 
tension system clean, dry and well ventilated. 

To factilitate this modern practice is to dispense 
with the usual enclosing cabinet which is usually 
much more ornamental than useful, and place the 
transformer in a small separate room, which may 
be adjacent to, above or below the X-Ray room 
proper or in the larger installations placed between 
the diagnostic and therapy rooms in line with a 
control booth opening into both rooms 

With equipment of this type it is a simple matter 


to thoroughly clean and air the transformer, but _ 


when the cabinet type is used it is usually much 
more difficult of access and sometimes results in 
this work being neglected. 

Under normal conditions a clean dry piece of 
cheese cloth is all that is necessary, but if the parts 
are very dirty and particularly if much moisture is 
present it is advisable to thoroughly wash the in- 
sulation with alcohol and then dry carefully with 
a clean cloth. 

Ventilation is Necessary 

In the cabinet type machines due to lack of proper 
ventilation it is sometimes necessary to place a flat 
tray containing calcium carbide in the base of the 
cabinet to absorb the free moisture. 

Leakage of the high tension current does not 
always reveal itself immediately but may be sus- 
pected if the machine shows a gradual loss of power, 
evidenced by under-exposed plates or through it 
being necessary to use a higher setting of the auto- 
transformer switch than normal. 

Should these symptoms occur during the hot 
weather and inspection reveal a layer of dust any- 
where in the high tension circuit it is essential that 
a careful cleaning be given before attempting to use 
the machine further. 

This applies most emphatically to machines that 
are used for therapy at values exceeding 100 peak 
kilo-volts. 

The modern X-Ray transformer is very carefully 
designed and built with a capacity for heavy work 
and long life that is only limited by the care and 
attention it deserves—and seldom gets. 

A few minutes’ time invested daily in the proper 
care of the apparatus will pay very handsome divi- 
dends in the form of long life and possibly save the 
embarrassment of having the machine fail at some 
critical time. 
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Preparing Plans For Nurses’ Home 


Orillia, Ont: Plans are being prepared for a 
nurses’ home at the Orillia Hospital. The esti- 
mated cost is between $15,000 and $20,000. 





Organizing Municipal Hospital Districts. 


Vulcan, Alta.: Considerable activity in the or- 
ganization of municipal hospital districts is noticed 
in the Province of Alberta. Those now in the pro- 
cess of formation are Stettler, Sedgewick, Vulcan 
and Warner. The Provincial Health Department 
has also been notified of the closing of the Innisfail 
private hospital, and is asked to consider the for- 
mation of a municipal hospital in that vicinity. 


Medical Officers Take Turns in Charge 


Orangeville: Lord Dufferin Hospital Board has 
announced that they have adopted regulations under 
which members of the medical staff will act as medi- 
cal officer in charge of the hospital monthly in rota- 
tion. Dr. Gear of Erin, one of the oldest and best 
known practitioners in the district, has the honor 
of being the first in charge, acting during July. 





$100,000 For Royal Ottawa Sanatorium 


Ottawa: The Board of Control on July 7th 
authorized the city treasurer to call for tenders for 
City of Ottawa five per cent. debentures totalling 
$620,000, tenders to be in by July 24. One hundred 
thousand of this total is for work on the Royal 
Ottawa Sanitorium. 


Hospital For Radium Treatment 


Montreal: Details of the contract between the 
city and the Montreal University, whereby the city 
gives the latter the use of the Maisonneuve City 
Hall to be used temporarily as a radium institute 
were given out recently, when the contract drawn 
up by Jean Beaudouin, city notary, was filed. 

The building is leased to the university at the 
rental of one dollar a year, payable at the City Hall, 
Montreal, on May first annually. The university is 
to pay the water and all other taxes which fall to 
the lot of tenants. The university shall not sub- 
lease or cede its privileges to any other without 
written consent of the city. 

The building is to be used as a hospital for the 
radium treatment of patients. The indigent patients 
— shall be sent there by the city shall be treated 
ree. 
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Adjutant Christiana Knott Appointed 


Winnipeg: A new appointment to the staff of 
Grace Hospital, Winnipeg, has been. made by Com- 
missioner C. T. Rich. Adjutant Christiana Knott, 
daughter of Colonel Charles Knott, the chief secre- 
tary of the Salvation Army, commenced her duties 
at the institution on July 6th. The adjutant is a 
fully qualified general nurse, having received her 
training and graduating at the Government Hos- 
pital, Copenhagen, Denmark. 





Town Must Pay County Taxes 

Waterloo, Ont.: Despite the fact that it is a part- 
ner in the ownership of the Kitchener and Waterloo 
Hospital, and, with Kitchener, is responsible for all 
debts and deficits of the institution, the town of 
Waterloo must pay a county tax to that hospital. 
Vain efforts were made by the town’s representa- 
tives to relieve it of the tax in view of the fact that 
the hospital last year became a municipal institu- 
tion under a commission appointed by Kitchener 
and Waterloo. 
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Donations for Operating Room Equipment 


Tillsonburg: The Soldiers’ Memorial Hospital 
Board received a cheque for $500 from the Tillson- 
burg Shoe Company, also $100 from Mrs. L..C. Sin- 
clair, making the total donations to the building 
fund $30,191. In addition to these contributions 
the Tillsonburg Shoe Co. has pledged $7,000, the 
president, W. C. Coloff, $500, and the general man- 
ager, L. C. Vangeel, $500, in conjunction to equip 
the operating room of the hospital. This renders 
certain the equipment of an up-to-date operating 
room with the very latest apparatus. 





Jewish Hospital to Cost $500,000 


Montreal: Plans for the erection of a general 
hospital in Montreal under Jewish control and 
staffed chiefly by Jews were discussed at a meeting 
of the organizing committee of the proposed hos- 
pital, held in the Mount Royal Hotel. The project 
was unanimously approved and it was agreed that 
it should be carried out in conjunction with the 
committee of the Hebrew Maternity Hospital. 

The new hospital will be for the use of all races 
and creeds, and will have a maternity section. Doc- 
tors interested have promised $20,000 towards its 
cost. 

The total cost of erection is expected to be about 
$500,000, and the hospital will have 150 beds. 

Dr. N. Viner, president of the Montreal Clinical 
Society, said there was accommodation in Mont- 
real hospitals at present for only one patient out of 
ten needing hospital care. 
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Walk- Over 





Have you learned 
this secret ? 


You can have style and comfort 
too! The Relief is a style shoe; 
made upon a combination last. 
The tread is wider than in the 
ordinary shoe, the distance from 
vamp to heel is shorter, the heel 
narrower than usual. It is 
wonderfully comfortable for feet 
with naturally irregular or en- 
larged joints. 

Nurses — you may buy white 
cloth duty oxfords on the Relief 
last and white cloth strap 
slippers for summer dress wear. 
Or Black, or Brown Kid oxfords 
or strap slippers. 


Send for a Footograph chart 
for measuring your feet 


PRICES— 
White - $ 8.50 
Black - 10.00 
Brown - 12.00 


Waln- Over 
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Halifax Pathological Institute 


Eastern City Now Offers Splendid Facilities For Medical Students 
—Building and Equipment Most Modern in Every Particular. 


The new Pathological Institute building of the 
Victoria General Hospital, Halifax, is a valuable 
addition to the V. G. H. group of structures. The 
new building, which fronts on Morris Street, near 
the end of Summer Street, and presents a fine, sub- 
stantial appearance, is 60 feet wide and 108 feet in 
depth, of three storeys in height, with basement, 
and has been erected on plans and specifications 
prepared by Major H. E. Gates, architect. 


The exterior walls are of Nova Scotia red pressed 
brick, with granite quoins on the corners and over 
doors and windows, and there is fire-proof construc- 
tion throughout the whoie interior. The floors of 
the corridors and halls are of terazzo, with strips of 
brass and Tennessee marble forming panels, while 
some of the floors of the various workrooms and 
classrooms have 6 by 8-inch English red quarry 
tiles laid with a wide mortar joint; other floors are 
covered with brown battleship linoleum laid directly 
on the concrete slab. Access from storey to storey 
will be by an iron staircase with slate treads, and 
by means of a passenger elevator, which, being 
automatically operated, does not require an attend- 
ant. The floors of the morgue, autopsy lecture 
room and all toilet rooms are of white ceramic tiles, 
the morgue having a black and white border in 
Greek design. 

The Main Entrance 

The princ:pal entrance is from Morris Street, but 

in addition there is an entrance for medical students 


and hospital attendants at the southeast corner of. 


the building, on the hospital grounds. The base- 
ment, which is high and is entered by a concrete 
pavement, at grade level, contains an autopsy lec- 
ture room with seating accommodation for about 
sixty students, a clinical laboratory, blood chem- 
istry room, morgue, animal room, media storage, 
sterilizing room, and paraffine section room and 
office. Separate coat and cloak rooms are provided 
for male and female medical students, with the 
usual toilet facilities for the staff. Hot water heat- 
ing for the radiators in the building is furnished 
direct from the central power house, so that there 
is no other heating apparatus in the building. 

The first floor contains a museum, demonstration 
room, museum service room and museum prepara- 
tion room, research laboratory, storage room and 
main offices. 

The Second Floor. 

The second floor contains a students’ laboratory, 
with service room adjoining, capable of accommo- 
dating about 63 students, lecture room, staff library, 
professors’ room, private laboratory, dark room, 
with splendid developing tanks, a media prepara 
tion room and sterilizing and storage rooms. A 
feature of the students’ laboratory is the seven 
special tables, which are V-shaped, will seat nine 
students, and are placed with the wide ends next to 
the windows in such a manner as to cast no shadow 
on the work The third floor contains offices, 


public health laboratory, serology room, water 


analysis room, records room, two research labora- 
tories and media preparation room. 
Ultra-Modern. 

The building, which ‘s almost the “last word” in 
hospital construction, contains a number of inter- 
esting features. The autopsy lecture room is equip- 
ped with two splendid tables of solid porcelain and 
marble. The post-mortem table, which is of English 
manufacture, is said to be the equal of anything on 
the continent, revolves on a pedestal with ball bear- 
ings and is fitted with a travelling waste so that the 
liquids wil! run off into the drain pipe no matter 
what position the table happens to be in. The 
autopsy table, which was made on this side of the 
Atlantic, consists of a heavy countersunk marble 
top resting on solid porcelain pedestals, and pos- 
sesses some unique features with regard to the 
water and waste connections, which have not hither- 
to been adopted. 

Adjoining the autopsy room is a cold storage sec- 
tion which is the equal of anything of its kind in 
Canada, the walls being lined with an artificial 
marble called Sani-Onyx and the floors with white 
ceramic tiles, fitted with floor drains so that the 
whole of the interior can be washed down with a 
hose. The refrigeration for these compartments 
is supplied by an ice-making machine of the very 
latest des:gn, which will keep the temperature down 
to about 15 degrees above zero. 

Another “up-to-date” feature is the incinerator, 
which has a capacity of four bushels, is operated by 
gas and enclosed in white enamel brickwork. It is 
located in the sterilizing room and is of the type 
used in the Ross Memorial Hospital, Montreal. 

There are many other unique features which 
have been adopted, so that the building is one of 
which the Province of Nova Scotia, generally, and 
the City of Halifax, in particular, may well be 
proud. 


Appointments at Sanitorium 


Montreal: Dr. F. Learn Phelps has been ap- 
pointed medical director of the Ste. Agathe Sana- 
torium which was opened on July 15th under su- 
pervision of the Laurentian Sanitorium Association. 
Dr. Phelps is a graduate of McGill University, and 
was assistant superintendent at the sanitorium when 
it was formerly in operation. He left this position 
to become medical superintendent at the Mount 
Sinai Sanitorium, and later was resident superin- 
tendent of the Brehmer Rest, summer institution for 
tubercular patients at Ste. Agathe. 

Miss Frances Upton, a graduate of the Montreal 
General Hospital, has been made matron of the 
new institution. She served overseas during the 
war in Egypt, Salonika and France, and since then 
has been matron of Sherbrooke General Hospital. 


Do you need competent help? If so advertise in 
the classified columns of The Canadian Hospital. 
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Soothing Music With Operations 


Music with Local Anaesthetics proves a 
success at Toronto Western Hospital. 

Efforts to relieve surgical pain date back to the 
earliest history of man. The epoch-making strides 
in this regard would, if they could be related to the 
ancients, appear to be the rankest fantasies. 

Even more wonreful are the present-day methods 
for removing disturbing anticipations on the part 
of a patient regarding his or her operation for, to- 
day, not only can most operations be performed 
under a local anaesthetic; the patient, fully con- 
scious, but oblivious to pain, may listen to favorite 
music during the operation. 

Music during operations has become a reality in 
Toronto. This latest departure has been tried out 
successfully in Western Hospital by a well-known 
Toronto surgeon with such pleasing results to the 
patients that a specially designed motor-driven 
“music box” is now under construction. 

Only Patient Hears. 

Be it understood, however, that immaculate oper- 
ating room suites have not been transformed into 
jazz parlors, for the music is heard only by the 
patients, and the “music box” would appear to the 
laity a surgical instrument with its stethescope at- 
tachment and special tubing, which cuts out the 
sound from the rest of the room. A wooden needle 
is used. Patients have recently given unstinted 
praise to this innovation, which they said soothed 
their nerves—for the mind, more keenly active dur- 
ing the trying period, although suffering, is elimi- 
nated entirely, was distracted to the extent that 
they did not realize that the operation was over 
when the music ceased. 

Her Favorite Record. 

“Yes, I really cannot praise enough this helpful 
method of helping a patient during an operation,” 
said one young woman, the first to be given the 
music. “It wasn’t my first operation, and I guess I 
am dreadfully nervous. My appendix had to be re 
moved, and the thoughts of a general anaesthetic 
did not help my condition any. When I was told 
I could have my operation without a general anaes- 
thetic, I was still nervous, but do you know, I 
scarcely knew when they began or stopped. In 
fact, I didn’t know when they were through until 
the music ceased and I was taken to my room. 
They played my favorite record, ‘Ave Maria’.” 

First With Music. 

Hospital authorities at the Western and other 
city hospitals stated that operations under local, or 
rather “regional,” anaesthetics were not uncom- 
mon, but matters of every-day procedure. The 
Western Hospital, however, has been the first to 
introduce music with regional anaesthesia if the 
patient so desires, and in cases where extreme nerv- 
ousness is noted. 

“*VYou will have to have an operation,’ says a 
physician or surgeon, and that man or woman so 
told is already ‘shocked’,” explained Superinten- 
dent Galbraith. “Something is already taken -out 
of that person. If the words ‘operation’ and ‘hos- 
pital’ could be suitably duplicated, and the public 
only knew the present-day methods, preparation 
and consideration of the patient, many operations 
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- Hospital Apparel Where Quality is First Consideration 
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SURGEON’S COAT \ SURGEON’S 
‘ Style No. 1700 ; OPERATING GOWN 
“pounds,” p a Glintee and labora- ; Of best aa * = — Head 
je rd gon. fen te \ bleached. Chet at back with tie 
ched duck. Has _ convertible \ jen, ond haar Oak pene Wie 
openings to pemencr iaeene yagi to tie. Standing collar and long, 
ble. 
pockets ween cant in batten’, ssa by wee ves 
— oe NURSE’S OPERATING GOWN Seauier eit GEIS om ihiten 
Length, about 46 inches. Price: Style No. 3200 Knitted cuffs, $25.50 per dozen. 
$45.00 per dozen. Full length _— in front, neat a 
over collar full- Rag Closes down 


back with tie tapes. ith long belt stitched 
py eye Ag ge ae ge go 
Indian Head bleached. Can be furni: 

knitted cuffs which fit closely and easily into 
the rubber gloves. Prices or a cuffs, 
$24.00 per dozen; with knitted cuffs $25.56 per 
dozen. 





H BED GOWN 
ORDERLY’S COAT . Style No. 8500 
Style No. 700—In either plain white Standard length, 40 inches, opens down Style No. 300—Of best quality bleached 
om pote oul bleached of back with linen buttons; reinforced with Paget neat lapel collar, pockets and cuffs, 
Pockets, collar and cuffs as illustrated. yoke both ne | and back. Prices: as —— Detachable buttons. 
Price: Plain white, $21 per dozen. Indian Head un $15.00 per dozen; $27.00 per dozen. 
Striped, $22.50 per dozen. Indian Head yom $17.50 per dozen. weeus te to match, $25.50 per dozen. 


The garments illustrated above, together with — need in Hospital Apparel, including Slip Covers for Mayo instrument 
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samples of material for 
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dangerous to neglect would not be delayed to the 
detriment of the person directly concerned.” 


By no means are regional anaesthetics confined 
ave to simple operations like an appendix. But a short 
time ago a “Caesarian section” was done at West- 


9 bed ern Hospital, with gratifying results, a twelve- 
um ers ] & pound daughter being brought into the world, and 


in fact, any operation can be done by local or re- 









WITH A gional, save perhaps where complete relaxation 
“ of the muscles is demanded by the surgeon. 

G t Regional anaesthetics are chosen by the surgeon 
| lan where the patient’s age is a factor, or operative risks 
| d are increased by physical disability. Many emer- 
Lift and Force gency operations are yearly performed by local or 

Pump regional anaesthetics, where the patient has pul- 
| monary or heart illness, with splendid results. 
Ninety per cent. of plumb- Felt Better. 
ing trouble is due to stop- Some idea of the major surgical work which may 
page of waste pipes, and be done under regional blocking was instanced last 
here is a device that is summer at St. Michael’s Hospital, where a very 
| guaranteed to remove the stout woman lay and talked to her physician while 
most obstinate obstruc- the surgeon removed a thirty-six pound tumor. 
| tions. Although she was unable to feel what was being 
The Giant Pump always done, she humorously remarked at the conclusion 

gets results — surely, of the operation, “My goodness, doctor, that feels 
quickly and without fuss or muss, much better.” 
| Effective suction and forcing power is assured _ It is also the desire of Western Hospital to elim- 
by this pump’s wonderful self-sealing ability. inate to the minimum the pain in maternity work. 
It never fails to both open and clean waste To this end new equipment has been provided for 
| pipes. the administration of nitrous oxide and oxygen. 
_ Though particularly designed for closet bowls Analgesia by this method is obtained without put- 
_ and other ‘heavy work, there is no ordinary ting the patient to sleep—the removal of pain with- 
plumbing fixture to which the Giant with its out sleep. This gas and oxygen mixture is largely 
reversible, adjustable and _ interchangeable supplanting other forms of anaesthesia, Peg is 
parts is not adapted. ; : ethylene and oxygen. 
Get a Giant now— it may be impossible to ; . sae 
| secure one when you most need it. Made in 
| two sizes—Big Giant and Little Giant. Write Have Their Own Plant Hospital 
| for further particulars and prices. Oshawa, Ont.: One of the finest industrial plant 
hospitals in Ontario has just been completed at the 
Another Money-Saver factory of The Pedlar People Limited, Oshawa, 


Ont. The hospital equipment occupies two rooms. 
One contains the cabinets and sterilizers and the 
|} other is provided with a regulation hospital bed, 
where employees more seriously injured may be 
accommodated during the day. The rooms and equip- 
ment are in white, with the exception of the floor, 
which is of battleship grey. The hospital is com: 
plete and all minor first aid treatment can be ad- 
ministered by a doctor without removing the patient 
to the hospital. Mrs. Johnson, R.N., the nurse in 
charge, is a fully qualified graduate nurse of the 
Oshawa General Hospital. 


Because it saves 
time and _ labor, 
this mop - wringer 
pail saves money. 
It is specially made 
for heavy duty and 
is giving splendid 
satisfaction in 
many institutions 
and other large 
| buildings. Made 
| in 14-quart and 
| 20-quart sizes. 





Dr. Middlebro at Toronto General 
Owen Sound: Dr. Jack Middlebro, of this city, 
Write for IHustrated Catalogue and Prices has been appointed resident surgeon in the Toronto 
| It contains 164 illustrations and dozens of articles General Hospital for one year. At the end of that 
| that will cut down cleaning and maintenance bills in time it is his intention to start practice in Owen 
| all departments of your institution. Sound. 

Dr. Middlebro completed his University course 
° ° and graduated in medicine and surgery this year, 
Soclean Limited and is now registered in the Canada Medical Regis- 
: ; ter, with the qualification of L.M.C.C. His many 
444 King Street West Owen Sound friends will extend their hearty con- 
TORONTO x f CANADA eratulations, and wish him further success in the 
practice of the medical profession. 
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Among Our Hospitals 


Women’s Hospital 
Toronto 


[SCALA ESL SS 


Toronto’s hospital facilities were materially in- 
creased a few weeks ago, when, in the presence of 
a large and representative gathering, the new wing 
of the Women’s Hospital, Bloor Street East, -was 
formally opened. Extensive alterations and reno- 
vation of the old building, and the addition of a 
splendid new wing, have enlarged the accommoda- 
tion from some 35 to 55 beds, while complete new 
surgical and obstetrical equipment has been in- 
stalled. There are 20 public ward beds, with the 
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Red Cross 
Enameled Ware 





REGISTERED 


OUR OWN 14 POINTS 





1—Solid Steel Base. 

2—Finest Ingredients. 

3—Each Article Four-Coated. 

4—Acid and Fire-Proof. 

5—Difficult to Chip. 

6—Will Not Peel Away from Chip. 
7—Handles and Spouts Solidly Welded. 
8—Durability Unequalled. 

9—Capacities are Actual. 

10—Scientific and Attractive Shapes. ; 
11—Made by Experts of Lifetime Experience. 
12—Only Complete Line in Existence. 
12—In Every Hospital in the Country. 
14—Fully Guaranteed. 





remainder divided between private and semi-private —___——_ 
81 Spring Street } 
NEW YORK CITY 


rooms. L. D. CAHN CO. 
Brightened by Flowers. 

Carnations and peonies bloomed throughout the 
building, lending a cheerful dash of color to the 
shining whiteness of linen and enamel and the soft, 
cream-tinted walls. Aluminum utensils and pretty | 
dishes in the three diet kitchens stood in readiness, 
while four of the twenty cribs in the nursery were 
already vibrating with the kicks and cries of sturdy |, 
infants. The surgery and labor room are com- || 
pletely modern in every detail, and one of the spe- 
cial points of pride is the very fine sterilizing ap 





(Canadian Representatives) 


WRIGHT & CO. 


234 Beaver Hall Hill 
Montreal, P.Q. 
Canada. 





The New Ottawa Civic Hospital is equipped with 
r ‘‘Hygienic’’ Red Cross Ware. 














“TETRA” 
CREPES BANDAGES AND COMPRESSES 


Adopted by all the leading English “all French Hospitals are the highest grade made and 
at the same time the cheapest in. prices. 
They are made of a special quadruple wool and cotton weaving and present. numerous 
advantages in their applications. 


| They are the lightest and softest. Very absorbent and dry very quickly. 
washed any number of times, even in boiling water. 





They can be 


A Crepes Tetra Compresses Tetra 
| 2 inches, per dozen, $2.75 Ax 2 inches, per 100 pieces, $ .35 
2% 3.10 Sz 3 35 
i een . 2 3.55 i ee aes SSeehay ” 85 
iia 5 4.05 ie Sep jcseios . 1.25 
4 5 : 5.25 62 4:°S ae 1.75 
5 7 = 45 6.35 oe." sae bes ‘ 3.85 
| 6 Ky ig x 7.55 16's 10.“ mre fe 5.05 


Discounts of 10%, 15% and 20% on quantities. 


There are also the CREPES OMEGA, made of all-wool or all-cotton, at still better prices 
for the cotton line and at little higher cost for the all-wool. 


Ample supply of samples on request to— 


HERDT & CHARTON, INC. 


MONTREAL: 55 McGill College Ave. TORONTO: 50 East Wellington St. 
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S. G. Barnstead 
Bed Pan 
Sterilizer 








HE simplest and most economical manner of 
handling septic bed pans is to thoroughly wash 
them in a hopper, thus removing all deposits 
before sterilizing. 

WE do not advocate an apparatus to both wash 
and sterilize a bed pan at the same time. 
Cover is raised by mechanical foot lift. Steri- 
lizer contains rack for the purpose of allowing 
pans to be thoroughly drained when appara- 
tus is emptied. Designed to operate by steam, 
gas or electricity. It may be equipped with 
our condensing device to take care of exces- 
sive steam. 


HIS machine is installed in the Kingston 
General Hospital, Kingston, Ont.; St. Joseph’s 
Hospital, Guelph, Ont.; and the Notre Dame 
Hospital, Montreal, Can. 


Canadian Agents 
LYMANS Limited, 344 St. Paul St. W. 


Montreal 
WRITE FOR OUR CATALOGUE 


Barnstead Mfg. Co. 


65 Sudbury Street 
BOSTON - MASS. 
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paratus. Only gynecological cases will be treated 
in the surgical department. 

Commissioner Sowton, in his opening remarks, 
stressed the fact that the demand for increased 
accommodation during the past few years had made 
the enlargement vitally necessary, and it was with 
pride and thanksgiving that the Salvation Army 
(Canada East) viewed this new extension of their 
work for women. The total cost for alterations and 
new wing, together with the purchase of four houses 
on Hayden Street for nurses’ residences, had been 
$140,000, of which some $80,000 was already paid 
off, leaving a debt of $60,000. 

Has Proud Record. 

Six thousand births had been recorded in the 
Women’s Hospital during {ts 20 years’ history, 
said Dr. J. F. Goodchild, speaking on behalf of the 
medical staff. Dr. Goodchild, who has been associ- 
ated with the hospital since its inception, told of 
the excellent public service which that institution 
had rendered in the past, and predicted still further 
success now that the dream of many years had 
been fulfilled. 

Mayor Thomas Foster was present and extended 
hearty congratulations to the Salvation Army as a 
whole, and to the officers in charge of hospital work, 
for their achievement. It was impossible to estimate 
the actual good that was being done everywhere 
throughout Canada, and especially in Toronto, by 
the Army through its various departments. He in- 
timated that the Board of Control was considering 
giving the Women’s Hospital the same privileges 
as extended to other hospitals in connection with 
public patients cared for at the city’s expense. 

_ At the close of the proceedings, Staff-Captain 
Clara J. Ball, Matron of the hospital, served tea in 
the sitting-room. 


Royal Alexandra Improves Record 


Collections at the Royal Alexandra Hospital, 
Edmonton, for the first five months of this year 
were $14,000 higher than the same period of 1924, 
according to a report that Dr. H. R. Smith, medical 
superintendent, made to members of the Hospital 
Board. The amount taken in this year was $73,000, 
while a year ago it stood at $59,000 at this time. 

Expenditures are beitig carefully held within the 
estimates for the year. The Board was informed 
that the expenses for the five months were slightly 
under the proportionate allowance for the period. 

Improvements in the layout of the roadways and 
walks around the hospitals were sketched in plans 
that had been prepared by City Architect J. Mart- 
land and submitted to the Board. This scheme 
was approved of, but it is not the intention to carry 
it out in full this year. It will probably take five or 
six years to develop the grounds along the lines 
suggested. 

The horseshoe road in front of the main building 
is provided for, and it will be extended. Improve- 
ments to the various walks and driveways’ will be 
gradually extended as cinders are obtained from 
the hospital power plant. It is also intended to 
beautify the grounds by planting more shade trees 
in selected spots. 
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CLASSIFIED 
DEPARTMENT 


CLASSIFIED RATES 


Four cents a word each insertion. A discount of 
10 per cent. allowed on orders for six or more inser- 
tions when payment is made in advance. 


BUYERS’ DIRECTORY RATES 


$4.50 per month on 12 months’ order. 
$5.50 per month on 6 months’ order. 


a | 


CHANGE OF COPY 
Advertisers desiring change of copy should see that 
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same reaches office of publication by 15th of month 
preceding issue. 

















Positions Open 
POSITIONS—Positions secured for superintendent of nurses, graduate 
nurses, technicians, dietitians and anesthetists, any place in the United 
States or Canada. If you are not satisfied or are looking for a position 
elsewhere, write us for particulars. Eastern Registry for Nurses, 
Hartford, Conn. 


WANTED—Accredited graduate nurses, dietitians and technicians; posi- 
tions available in every section of the country; each applicant given 
individual attention; send for registration form. Medical Bureau, 
Marshall Field Annex, Chicago. tf 


Positions Wanted 
WANTED-—Situation for accredited graduate nurses, technicians and 
dietitians; candidates available for every kind of position—from general 
duty nurse to hospital executive; references investigated always; services 
gratis to employers. Medical Bureau, Marshall Field Annex, Chicago. tf 


WANTED—Position as experienced orderly; four years’ service in 
Canadian Medical Corps, one year Ontario Military Hospital, Orping- 
ton; two years in “field” doing first aid, eight months Canadian Sta- 
tionary Hospital, one year as male nurse at St. Joseph’s Hospital, 
Victoria; age 33; single; Canadian; best references. Box 410, Canadian 
Hospital, 73 Adelaide St. West, Toronto. 


Nurses Wanted 
INSTRUCTRESSES for 200-bed General Hospital, 
must be eligible for registration; salaries, $125 
Aznoe’s Central Registry for 














WANTED—TWO 
New York location; 
monthly, full maintenance. No. 708 
Nurses, 30 North Michigan, Chicago. 


WANTED—GENERAL DUTY NURSES for 150-bed Middlewest hos- 
pital; excellent starting salaries. No. 709 Aznoe’s Central Registry for 
Nurses, 30 North Michigan, Chicago. 








WANTED-—Graduate Nurse as X-Ray Technician and Instructress of 
Nurses for Saskatoon City Hospital. Apply, stating qualifications, etc., 
to the Superintendent. Full maintenance allowed. 





Schools “a luctrection 


WOMAN’S HOSPITAL IN THE STATE OF NEW YORK, West 110th 
St., New York City (155 gynecological beds, 50 obstetrical beds). 

Affiliations offered to accredited training schools for three months’ 
courses in obstetrics. 

POST-GRADUATE COURSES : 

Six months in gynecology, obstetrics, operating room technic, clinics 
and ward management. Three months in obstetrics. Three months in 
operating room technic and management. Theoretical instruction by 
attending staff and resident instructor. Post-graduate students receive 
allowance of $15 monthly and full maintenance. 

Nurse-helpers employed on all wards. For further particulars address, 
Directress of Nurses. Woman’s Hospital. 10 





Laundry Equipment 
FOR SALE—Complete Laundry Equipment, suitable for hospital, con- 
sisting of 25 H.P. boiler, 74 H.P. electric motor, galvanized iron case 
brass oydinder washer, 26” solid curb extractor, two-door sectional dry- 
ing room, three-roH 90” steam mangle with ribbon feed, Universal 
press, soap tank, shafting, pulleys and hangers. Meyer Bros, 99-101 
Queen St. East, Torowto. 








Miscellaneous 
BOOKS—Medical and agg Poa tae 3 books covering all subjects. Our 
stock is always up-to-date. he J. F. Hartz Co., Limited, Toronto and 


Montreal. tf 


DIPLOMAS—ONE OR A THOUSAND--Illustrated circular B ers 
on request. Ames & Rollinson, 206 Broadway, New York, N.Y. 


CLASS PINS—Write for our catalogue of class pins, rings, etc., for 
hospital training schools. We make special designs on request. Trophy 
Craft, Limited, 12 King Street East, Toronto, Canada. tf 


THOSE PATIENTS WHO WON’T PAY 


We collect the elusive dollars owing on hospital 
accounts, quickly and plocwaatiy! “The Largest 
Organization of its Kind the World.” Send us 
your list of slow and doubtful accounts To-day! 
THE MEDICAL AUDIT ASSOCIATION 
81 Victoria Street, Toronto 














The Sterilizer Blue Book 
is a handy reference vol- 
ume that is something 
more than a catalogue. 
A copy should be in the 
hands of hospital 
executive. 


every 


A post card request will 
bring your copy by return 
mail. 





' Bramhall Deane Co. 


263C West 36th Street 
| NEW YORK 

















| EVERY ROACH DIES | 
When You Use This | 
| Greatest of Roach Killers | 


Cline’s Roach Powder 


is the most thorough killer 
oi Koaches made. | 
| Not one escapes alive. They 
breathe it and die. It does | 
not stun—it kills! 


It Kills Them All-- 





ever 








|) Ordinary Insecticides kill, at 

CLINE’S ROACH | Pest. only 6 out of every 10 

POWDER roaches. The four which get 

| COSTS LESS away breed hundreds, which re- 
|| 5 Ib. pail, $4.50.|| turn. Cline’s Roach Powder 


Large users of | 
Clind’s Roach eg 

|| der will find 
|| economical to nears 
-|| chase our special 
16 Wh. size at $11.50. 


doesn’t let one get away. It kills 
them all—1l0 out of every 10. 


CLINE’S 


Roach Powder 


Order by Mail from 


C. A. COOCH, Distributor 
Dept. H, 46 Rose Ave., Toronto, Can. 


i} 
t | 
| 
| 


} 





| | Powder Gun Free || 
with Every Order. 








| 
Carrying Charges 

Prepaid. 
| 




















PREPARED 1 BY 
CLINE INSECTICIDE CO, TORONTO, CANADA 
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Headquarters 


For 


Hospital Glassware, Cleaning Supplies, Kitchen and 
Cook’s Cutlery, Etc. 


Samples and Quotations 
cheerfully sent on request. 


LYONS & MARKS 


Main 3387 
38 Yonge St., Toronto 











Gendron’s 
Invalid Chairs 


“‘The Standard for Years’’ 

40 years’ of experience in 
the making of Invalid 
Chairs ‘has taught us how to 
manufacture chairs of the 
very highest grade in which 
are incorporated _ special 
features to be found in 
Gendrons exclusively. 


Made in Canada Write for Catalogue 


Gendron Manufacturing Co., Limited 
125-141 Duchess St., Toronto 

















To the 
Dietitian--- 


The value of Junket in the sick 
room diet hardly needs emphasiz- 
ing. Providing all the food value 
of milk, pre-coagulated for easier 
digestion, and in tasty form that 


patients enjoy. Junket deserves a 
regular place on your menus, — 


Send for our helpful recipe book. 


The Junket Folks 


Chr. Hansen’s Laboratory 
201 Church St. - Toronto 























~ Don’t Throw Your Old Rugs Or 
Carpets Away! 


Send For Folder 101 


Save Money, Send your 
old Rugs or Carpets to 
us, We make them into 


“VELVETEX’ RUGS 
CANADA RUG COMPANY 


| Hey stole) eM Opel ammm Lejuc)elcomesent 
Windsor,Ont Montreal,Que 


We are as near to you as the nearest mail box 
SPECIAL DISCOUNT TO HOSPITALS 
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The ‘piauiin's accept the announcements of 
reputable houses and reliable products only. 


“A Good Advertisement always contains Information.” 


Aluminum Company of Canada 
Bard-Parker Co., 

Barnstead Manufacturing Company 
Beaver Laundry Machinery Company, Limited 
Bramhall, Deane Company 

The Burke Electric and X-Ray Company 
Clark Dental Mfg. Co., Ltd 

Classified Advertisements 

L. D. Cahn Company 

Canada Rug Company 

Canadian General Electric Company, Ltd 


Corbett- Cowley, Limited 

Castle Co. (Wilmot) 

C. A. Cooch 

Davis & Geck, Inc. 

A; W. Di 

IEthical Drug Products, Ltd 

K. C. Freeman 

I. W. Gillett Company, Limited 
Gendron Manufacturing Company 
General X-Ray Company 

Herdt & Charton, Inc 

Chr. Hansens Laboratory 

John Hillock Company, Limited 
Hospital Buyer’s Directory 

Keever Starch Company 

Kellogg Co. of Canada, 

J. & J. Kohn & Mundus, Inc 

Mary Frances Kern 

Lewis. Mannfacturing Company 

Lyons & Marks 

McClary Manufacturing Company 
William McCann 

Metal Craft Company, Limited 

Meyer Brothers 

Office Specialty Manufacturing Company 
The Ontario Rubber Company, Limited 
Polusterine Products Company of Canada, Limited... 
P. Poulin & Co., Limited 

Refinite Company of Canada, Limited 
Skelton Woollen Mills Company 
Soclean, Limited 

Geo. Sparrow & Co 

Sterling Rubber Company, Limited 

W. L. Somerville 

J. G. Tickell & Sons 

Walk-Over Boot Shop 

White X-Ray and Surgical Supply Company 
Wrought Iron Range Company, Limited 











William Lyon Somerville 


Architect 


HOSPITALS AND _ INSTITUTIONS 
PARTIAL OR COMPLETE SERVICES 


TWO BLOOR STREET WEST 
TORONTO - - CANADA 
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| The Hospital Buyers’ Directory 
| 


A Convenient er of ist 


Supplies and Service 








—for— 
STERILIZATION 
Accepted the world over as 
a needed safety measure 


| A. W. DIACK 


| 5533 Woodward Ave. DETROIT, Mich. 


| 


| 
| 
u 


am Artistic Cast" Bronze Benefactors | 
“BRONZE “= sgegrmirt 
Solid Bronze. 

Ward Plates—Directory Boards and Main Entrance Signs 
—Bronze Standard and Bracket Lamps, etc. 
Hospitals We Have Supplied: 

St. Thomas War Memorial Hospital, St. ‘_ Ont.; London 
War Memorial Hospital for Children, London, Ont.; Alexandra 
Sanatorium, London, Ont.; Prince Edward County Hospital, 
wn Ont., Muskoka Hospital Tablet to Sir Wm. Gage, and 

others. 


Write Us for Prices and Suggestive Sketches 


J. G. Tickell X Sons 
Art Bronze Founders 
(Ad. 4062) 


569 KING ST. W. TORONTO, ONT. 











|_White X-Ray and Surgical 
| Supply Co. 
80 Richmond St. East, Toronto. 


| AGENTS FOR 
| X-Ray Equipment—Acme-International Cor., Chicago, 
| X-Ray Films—Eastman Kodak Company, Toronto, 
Intensifying Screens—French Screen Co., Detroit, 
Ligatures and Sutures—Jaeger-Bigelow Co., Boston, 
Surgical Dressings and Supplies— 
Atlantic Surgical Cotton Co., 


Main 5285 


New York 








_ 439 King Street West 


Canadian Laboratory Supplies, Ltd. 


Canada’s Leading Laboratory 
Supply House 


— Sé 
CANLA® 


Toronto, Ont. 











Let Us Replate It 


We will make your Silverware, Nickelware and In- 
struments look new again and wear longer than ever. 
Our customers include many prominent institutions. 

Send a Trial Order or Write for Prices 


| WM. McCANN 





114 Jarvis Street - - TORONTO, ONT. 


Don’t Use Shabby Silver 


| 





| 
| 
| 
| 


| 490 Yonge Street 


The Burke Electric & X- Ray Co. 
X-RAY ENGINEERS 
Complete X-Ray and Physio-Therapy Installa- 
tions, Maintenance Service 
Special Equipment Made to Order 
Kelley-Koett and Engeln X-Kay Apparatus 


New Address: 
Toronto, Canada 








Everything i in i ier 


Pumps, Water Bottles, Atomizers, Air Mattresses, 
Crutch Tips, Ice Collars, Invalid Rings, Etc. 


May we send you quotations on any of the 
above lines you may require? 


44 Yonge St. - TORONTO, ONT. 


Rubber Sheeting, Catheters, Rectual Tubes, Breast 


THE ONTARIO RUBBER CO., LIMITED | 


| 
| 
| 
| 


SKELTON 


“If It’s Blankets, Buy The Skelton Brand’’ 


We specialize in hospital blankets 
and sell direct from the mills. 
You get better quality blankets 
at lower cost. We supply hun- 


BLANKETS 20% os" W250 
s of prominent hospitals. 


Write for Complete Set of Minia- 
ture Samples with Prices Attached 


Skelton Woollen Mills Company 


47 KING STREET WEST - - TORONTO 




















TEA AND COFFEE 


We make a specialty of supplying Hospitals" 
and Institutions 


Better Quality---Better Prices 
Better Service 


Your Enquiry is Invited 


K. GC. FREEMAN 


31 Front Street East TORONTO 




























We make and supply the new 
standard systems and equip- 
ment for Hospital Record 
Keeping. Samples and com- 
plete information on request. 


System Service Department 


4] {OFFICE SPECIALTYMEG.@. | 


97 Wellington St. W., TORONTO 


























SERINITE 


RIVAL OF THE CLOUDS 


TRADE MARK 


Nature’s Water Softener 


HE range of sizes in Refinite Water 
plat permits an economical instal- 
lation for every requirement, both large 
and small. 
The savings of 50% in washroom supplies and 
33 1/3% in the 


institutional laundry, besides the savings in 


linen replacement. costs in 
fuel, boiler compound, cleaning and _ repair 
expense in boilers, heaters, piping systems and 
heating throughout the institution, 
effected by the use of soft water for these 


coils 


purposes, makes it imperative that a water 


softener be installed to promote the economic 
operation of the institution. 

Refinite Water Softeners use Refinite mineral 
only. They have a long life and high eff- 
ciency, producing soft water at all times. 
They have been on the market for ten years, 
so are this length of time past the experi- 
mental stage. 

These are some of the reasons why most of 
the largest hospitals, institutions, hotels and 
industrial plants are equipped with Refinite 
Water Softeners. 


Toronto Hospital for Consumptives, Weston, Ont., Recently Equipped 
with Refinite Water Softeners 


Write for Bulletins and Catalogues 


The Refinite Company 


of Canada, Limited 




















